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LYMM  URBAN  DISTRICT  COUNCIL 

1938. 


Chairman : 

Mr.  G.  H.  PARKER,  j.p.f 
“Hartwell,”  Brook  Road,  Lymm. 

V ice-Chairman  •" 

Mr.  J.  H.  Holt,  “Kildonan,”  Cherry  Lane,  Lymm. 

Chairman  of  Sanitary  Committee : 

Mr.  S.  ACKERLEY,  4  Woodside  Road,  Lymm. 


Councillors •’ 

Name  Ward 

Mr.  W.  G.  Groves  .  Booth’s  Hill 

Died  30th  April,  1938 

Mr.  J.  H.  Holt  .  Booth’s  Hill 

Mr.  E.  Lloyd .  do. 

Mr.  Owen  Davies  .  do. 

Mr.  H.  KENZIE  .  Heatley 

Mr.  N.  Worthington  . .  do. 

Mr.  T.  C.  Clayton  .  do. 

Mr.  S.  Ackerley  .  Lymm 

Capt.  A.  Lindsay  Watt,  J.P.,  C.C.  do. 

Mr.  J.  F.  Dugdale  .  do. 

Mr.  G.  H.  Parker  .  Statham 

Mr.  J.  H.  Dye  .  do. 

Officials : 

Mr.  T.  ASHCROFT,  Clerk. 


Dr.  J.  BENNETT,  Medical  Officer  of  Health. 

Mr.  D.  MORT,  Surveyor  and  Senior  Sanitary 
Inspector. 

Mr.  W.  T.  UPTON,  Assistant  Surveyor. 

Mr.  S.  CAYTON,  Sanitary  and  Building 
Inspector. 

Mr.  W.  H.  KIRKPATRICK,  Assistant  Clerk 
and  Collector. 

Mr.  W.  MOSS,  Water  Engineer. 

Mr.  T.  WEST,  Gas  Manager. 
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STAFF  OF  PUBLIC  HEALTH  DEPARTMENT 
AND  QUALIFICATIONS. 


JAMES  BENNETT,  m.r.c.s.,  l.r.c.p.,  d.p.h. 

Medical  Officer  of  Health — Part  time. 

DAVID  MORT,  m.inst.,  m.  &  cy.  e.,  a.r.san.i.,  m.s.i.a. 
Surveyor  and  Senior  Sanitary  Inspector. 

STANLEY  CAYTON,  m.r.san.i.,  m.s.i.a. 

Sanitary  and  Building  Inspector 

(including  maintenance  of  230  Council  Houses). 

Certificate  of  the  R.S.I.  in  Sanitary  Science  as  applied  to 
Building  and  Public  Works — June,  1938. 

Home  Office  L.A.G.C.  Certificate,  1938. 


CLERICAL  ASSISTANCE 
None. 


ANNUAL  REPORT 

1938. 


TO  THE  CHAIRMAN  AND  MEMBERS  OF  THE 
URBAN  DISTRICT  COUNCIL  OF  LYMM. 


G  entlemen, 

I  have  pleasure  in  submitting  my  thirteenth  Annual  Report 
on  the  Health  and  Sanitary  Circumstances  of  the  Urban  District 
of  Lymm  covering  the  year  1938. 

The  Birth  Rate  for  the  year,  viz.,  14.5  is  low  compared 
with  that  for  England  and  Wales,  which  is  15.10.  The  Corrected 
Death  Rate,  10.40,  is  also  lower  than  that  for  England  and 
Wales,  which  is  1  1 .60.  The  infant  Mortality  Rate  is  58,  the  rate 
for  England  and  Wales  being  53.  Maternal  Mortality  Rate  is  nil, 
and  for  England  and  Wales  3.08. 


STATISTICS  AND  SOCIAL  CONDITIONS  OF  THE  AREA. 

DESCRIPTION  OF  DISTRICT. 

The  area  of  the  Lymm  Urban  District  is  4,241  acres,  being 
somewhat  modified  during  1933  (see  1934  Report). 

The  two  Wards  of  Lymm  and  Booth’s  Hill  are  mainly  on 
high  ground  about  200  feet  above  see  level,  and  built  largely 
upon  a  substratum  of  red  sandstone.  The  Statham  and  Heatley 
Wards,  however,  constituting  about  one  half  of  the  District,  are 
generally  flat,  the  subsoil  being  mainly  alluvial  clay,  which, 
prior  to  the  cutting  of  the  Manchester  Ship  Canal,  ran  on  to  the 
bed  of  the  River  Mersey.  The  Ship  Canal  forms  the  main  part 
of  the  northern  boundary,  the  Lymm  area  being  contiguous  with 
the  Warrington  Rural  area  for  about  two  miles.  On  the  eastern 
and  about  one  half  of  the  southern  side,  the  District  is  con¬ 
tiguous  to  the  Bucklow  Rural  area,  and  on  the  remainder  of  the 
southern  boundary  and  also  on  the  western  boundary  it  joins 
Lip  with  the  Runcorn  Rural  District.  In  Heatley  Ward  the 
northern  boundary  is  the  River  Bollin  which,  after  about  one 
mile,  enters  the  Manchester  Ship  Canal.  Massey  Brook  to  the 
west,  the  River  Dane  in  the  centre,  and  a  brook  in  Heatley  in 
the  east,  all  with  good  falls  into  the  Ship  Canal,  give  good 
natural  drainage  to  the  District. 
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The  Bridgewater  Canal  passes  right  through  the  District 
from  west  to  east,  as  does  the  London,  Midland  and  Scottish 
Railway  and  the  main  road  from  Warrington  to  Altrincham. 

Rateable  Value,  end  of  1938,  £34,470, 

„  „  „  1937,  £33,813. 

Product  of  a  Penny  Rate,  £130. 

Number  of  Houses,  end  of  1938,  1,799. 

SOCIAL  CONDITIONS  OF  THE  AREA. 

Lymm  and  Booth’s  Hill  Wards  are  mainly  residential,  with 
many  large  houses  and  most  of  the  cottage  property. 
Statham  Ward  is  partly  residential,  but  mainly  agricultural  land. 
Heatley  Ward,  besides  being  a  residential  village,  has  two 
fairly  large  salt  works,  the  remainder  being  agricultural  land. 

The  principal  occupations  are  agriculture,  brine  pumping, 
tool  and  scientific  instrument  making,  gold-beating,  hamper 
making,  building,  and  the  usual  retail  trading  concerns. 
Fustian-cutting  was  formerly  the  main  industry  in  the  District, 
but  has  now  died  out. 


POPULATION. 

The  Registrar  General’s  Estimate  of  Population  for  the 
mid-year  1938  is  given  as  5,857,  a  decrease  of  42  on  the  figure 
given  last  year.  The  decennial  Census  returns  for  the  District 
are  as  follows:  — 1911,  4,989;  1921,  5,283;  and  1931,  5,643. 
The  estimated  increase  since  the  last  Census  is  214. 

BIRTHS. 

Number  of  Live  Births  registered  total  86,  Males  44  and 
Females  42.  The  Live  Birth  Rate  for  the  year  equals  14.5  per 
1,000  of  the  estimated  population  against  15.1  for  England  and 
Wales.  There  was  one  Illigitimate  Live  Birth.  There  were  4  Still 
Births,  and  none  Illegitimate.  The  number  of  confinements 
attended  by  the  County  Midwife,  Nurse  Wardle,  was  50,  and 
2  abortions. 

DEATHS. 

There  were  62  Deaths  registered  during  the  year,  32  Males 
and  30  Females,  giving  a  Corrected  Death  Rate  of  10.40  for  the 
year  against  11.6  for  England  and  Wales,  and  against  15.45  in 
1937. 

The  average  Death  Rate  for  the  previous  5  years  is  1  1 .39. 
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Principal  Causes  of  Death  .*  There  were  21  deaths  from 
Heart  and  Circulatory  Diseases,  and  10  from  Respiratory 
Diseases. 

There  were  no  deaths  from  Diarrhoea,  Scarlet  Fever  or 
Whooping  Cough,  but  one  death  from  Measles. 

Cancer  was  the  cause  of  12  deaths,  7  Males  and  5  Females. 
The  figures  for  the  last  12  years  show  the  following  numbers  of 
deaths  from  Cancer  : — 5,  7,  6,8,  12,  14,  9,  11,  12,  7,  10  and  12. 

The  average  age  at  death  of  Cancer  patients  was  Males,  63  ; 
Females,  60. 

There  were  1  7  deaths  from  all  causes  between  the  ages  of 
70  and  80  years,  and  10  deaths  between  the  ages  of  81  and  90 
years,  and  1  at  age  over  90  years. 


Birth  Rates,  Death  Rates  and  Infant  Mortality  Rates 


for  the  past  10 

years 

in  Ly 

mm 

U.D.  : 

1929 

1930 

1931 

1932 

1933 

1934 

1935 

1936 

1937 

1938 

Birth 

Rates 

12.9 

15.1 

14.9 

14.4 

15.7 

12.3 

12.9 

13.71 

13.76  14.5 

Death 

Rates 

11.5 

12.2 

12.3 

13.0 

13.1 

10.6 

9.8 

10.70  15.45  10.40 

Inf.  Mort. 
Rates  95 

34 

61 

73 

21 

nil 

53 

36 

43 

58 

Ward  Distribution  of  Deaths  from  all  Causes. 


1935 

1936 

1937 

1938 

Booth’s  Hill  Ward... 

. 

13 

16 

22 

24 

Heatley  Ward . 

. 

16 

21 

27 

14 

Lymm  Ward . 

. 

17 

23 

28 

17 

Statham  Ward . 

. 

11 

4 

15 

7 

Total 

57 

64 

92 

62 
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Deaths  of  Residents  who  have  Died  Outside  the  District  : — 


Hospital.. 

M. 

F. 

Total 

Knutsford  Infirmary . 

3 

4 

7 

Manchester  Royal  Infirmary  ... 

1 

1 

2 

Rowdon  U.  D . 

— 

1 

1 

Altrincham  General . 

— 

4 

4 

Cheadle  Royal . 

— 

1 

1 

Warrington  R.  D . 

1 

— 

I 

Sale  Borough  . 

- — 

1 

1 

Manchester  Northern  . 

1 

— 

1 

Manchester  St.  Mary’s  . 

1 

— 

1 

Macclesfield  County  Mental  ...  3 

10 

INFANT  MORTALITY. 

12 

3 

22 

There  were  5  deaths  of  Infants  under  one  year  of  age  during 
S938,  giving  Infant  Mortality  Rate  of  58  against  43  the 
previous  year.  The  rate  for  England  and  Wales  for  1938  was  53. 
The  average  Infant  Mortality  Rate  for  the  Lymm  District  for  the 
last  13  years  is  49,  which  is  well  below  the  average  for  England 
and  Wales  for  a  similar  period. 

INFANT  WELFARE  CENTRE  REPORT. 

The  Annual  Report  of  Nurse  Meadows  is  as  follows  :  — 


Number  Registered...  . 

.  .  . 

1260 

Removals . 

...  188 

Over  Age . 

...  750 

Deaths  (19  years)  . 

...  38 

976 

Total  on  Register  (including  85 
Members) . 

New 

284 

Attendances  (Babies  and  Toddlers) 

2410 

Consultations  (Babies  and  Toddlers) 

...  ... 

1002 

Sessions  (Babies  and  Toddlers) 

•  •  •  ... 

48 

The  Council  is  not  the  Authority  for  Maternity  and  Child 
Welfare. 
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GENERAL  PROVISION  OF  HEALTH  SERVICES. 

Laboratory  Facilities  : 

Samples  of  Mill^  and  Water. — These  are  submitted  to  the 
Public  Health  Laboratories,  York  Place,  Manchester. 

Throat  and  Nose  Swabs  for  Examination  for  Diphtheria. — 
Swabs  are  supplied  and  examined  by  the  Warrington  Public 
Health  Department  acting  in  conjunction  with  their  Infectious 
Diseases  Hospital. 

Sputums  Examined  for  Tuberculosis. — Sampling  outfits  are 
supplied,  through  the  U.D.C.,  to  the  medical  practitioners  by 
the  Cheshire  County  Council.  Examination  is  arranged  by  the 
County  Tuberculosis  Officer. 

AMBULANCE  Facilities  :  For  Infectious  Disease  Cases  there 
is  an  existing  arrangement  with  the  Warrington  Corporation, 
Telephone  :  Warrington  1282.  For  Accidents  and  General  Ill¬ 
nesses  an  arrangement  exists  with  the  Altrincham  Urban  District 
Council  for  the  use  of  their  ambulance  whenever  called  for. 
Telephone  :  Altrincham  2610.  These  arrangements  have  worked 
well  throughout  the  year. 

NURSING  in  THE  Home  :  The  District  Nursing  Association 
maintains  one  nurse  for  Lymm  and  District. 

Infant  Welfare  Centre  :  This  is  on  Booth’ s  Hill  Road  and 
is  maintained  by  the  County  Council.  A  Health  Visitor  is  in 
attendance  and  the  School  Medical  Officer  attends  monthly. 
Sessions  are  held  weekly  and  are  conducted  by  a  rota  of  local 
Medical  Practitioners.  Other  activities  at  the  Centre  include  a 
daily  Minor  Ailments  Clinic,  and  periodical  visits  by  the  County 
School  Occulist  and  School  Dentist. 

HOSPITALS  :  With  regard  to  Infectious  Diseases,  arrange¬ 
ments  exist  with  the  County  Borough  of  Warrington  to  take  in 
at  the  Infectious  Diseases  Hospital,  Aikin  Street,  Warrington, 
all  cases  which  require  Hospital  Treatment.  For  the  treatment 
of  Small-Pox  an  annual  retaining  fee  is  paid  by  the  Council 
towards  the  maintenance  of  the  Special  Hospital  at  Sankey 
belonging  to  the  Warrington  Corporation.  Non- Infectious  Cases 
such  as  general  Medical  and  Surgical  Cases  go  mainly  to  the 
Warrington,  Altrincham  and  Manchester  Hospitals,  whilst 
Public  Assistance  Cases  go  to  Knutsford  and  Mental  Cases  go 
to  the  County  Mental  Hospital  at  Macclesfield. 

MORTUARY  :  During  the  year  the  Public  Mortuary,  which  was 
established  by  the  Council  in  the  old  hospital  buildings  at  Massey 
Brook  Lane  during  1932,  was  used  on  six  occasions.  Four  cases 
belonged  to  the  Lymm  district  and  two  to  Partington. 
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CANCER  Campaign  :  Lymm  being  a  constituent  authority 
under  the  Warrington  and  District  Branch  of  the  British  Empire 
Cancer  Campaign,  residents  in  the  area  are  entitled  to  Free 
Radium  Treatment  at  the  Liverpool  Radium  Institute,  at  1 
Myrtle  Street,  Liverpool,  in  all  cases  where  the  Consultant 
Medical  Officer  considers  that  such  treatment  is  suitable. 

Applications  for  vouchers  should  be  made  by  the  Medical 
Practitioner  concerned  to  Dr.  S.  F.  Allison,  Health  Department, 
Sankey  Street,  Warrington.  It  is  also  essential  that  the  patient 
should  take  a  letter  from  his  or  her  own  Doctor  to  the  Radium 
Institute. 

Thi  ee  cases  belonging  to  the  District  were  treated 
during  the  year.  1  here  may  have  been  others,  but  as  there  is  no 
statutory  notification  of  Cancer  cases,  it  will  be  realised  that  it 
is  impossible  to  get  accurate  knowledge  of  the  extent  of  the 
disease.  Death  returns  are  the  only  definite  source  of  informa¬ 
tion  obtainable,  whilst  cured  cases  are  unknown  to  the  Health 
Department  except  from  chance  information. 

MATERNITY  Homes  :  “Kilniver”  Nursing  Home,  formerly 
conducted  by  Nurse  Allman,  was  discontinued  as  from 
December  31st,  1938. 

Twenty-six  births  were  notified  from  this  Home  during  the 
year. 

INFECTIOUS  DISEASE  NOTIFICATIONS. 

1  here  were  20  notifications  of  Infectious  Diseases  during 
the  year,  against  30  the  previous  year.  The  details  are  as 


follows  :  — 

Diphtheria .  3 

Scarlet  Fever .  8 

Pulmonary  Tuberculosis  .  4 

Non-Pulmonary  Tuberculosis  .  3 

Acute  Pneumonia .  2 


Total  .  20 

Hospital  Treatment  :  A  total  of  5  cases  of  Infectious 
Disease  were  removed  to  Plospital  during  the  year,  viz.,  Scarlet 
Fever  2,  Diphtheria  3. 

INFECTIOUS  DISEASE  PREVENTION. 

IMMUNISATION  :  The  following  Diphtheria  Prophylactic  is 
kept  in  stock  in  the  Public  Health  Department,  and  issued  to  the 
doctors  on  demand  free  of  charge.  The  patients  are  responsible 
for  the  injection  fees  :  — 

Diphtheria  Prophylactic  A.P.T.  in  rubber-capped 
bottles.  (Two  injections). 


ANTITOXIN  :  Diphtheria  Antitoxin  Behring  (4,000  units  in 
8  ccs.)  in  “Serule”  packing  is  supplied  free  of  charge  to  the 
doctors,  who  carry  them  for  use  in  emergency. 

Anti-tetanus  Serum  is  also  being  supplied  free  of  charge. 

DIAGNOSIS  :  Throat  and  nose  swabs  for  diagnosis  of  infec¬ 
tious  diseases  are  supplied  and  examined  by  the  Warrington 
Public  Health  Department  in  conjunction  with  Aikin  Street 
Isolation  Hospital.  Approximate  number  examined  43,  of  which 
2  were  positive. 

The  County  Tuberculosis  Officer  arranges  the  examination 
of  sputums.  Eighteen  specimens  were  examined  in  1938  of 
which  one  was  positive.  Special  outfits  for  the  collection  and 
despatch  of  sputum  are  kept  in  stock. 


ELEMENTARY  SCHOOLS. 

Provided  Schools  . 

Oughtrington  Council  School,  Oughtrington  Crescent, 
Lymm.  Mixed  School.  All  Departments. 

1  his  school  is  provided  with  modern  conveniences,  towns 
water  and  main  drainage,  good  natural  light  and  ventilation. 

Electric  light  is  to  be  installed  in  1939. 

Non-Provided  Schools. 

Pepper  Street  C.E.  School.  All  Departments. 

Statham  C.E.  School,  Warrington  Road.  Junior  Mixed  and 
Infants’  School. 

Oughtrington  C.E.  Infants’  School. 

These  three  schools  were  included  in  a  sanitary  survey  of 
elementary  schools  carried  out  by  the  Public  Health 
Department  of  the  County  Council  in  May,  1938.  Certain  recom¬ 
mendations  contained  in  that  report  are  still  outstanding  at 
Pepper  Street  C.E.  School  and  Oughtrington  C.E.  infants’ 
School. 

The  whole  of  the  recommendations  contained  in  the  above 
report  have  been  carried  out  at  Statham  C.E.  junior  Mixed  and 
Infants’  School. 

Infectious  Diseases  among  School  Children. 


The  incidence  of  infectious  disease  in  the  district  during 
1938  has  been  so  lovv  that  it  has  not  been  necessary  to  take  any 
special  action  in  the  schools. 

No  schools  were  closed  on  account  of  infectious  diseases 
during  the  year. 
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PLAYING  FIELDS  OWNED  BY  LYMM  U.D.C. 


Lymm  Ward  : — 

Manor  Road  . 

The  Crescent  ...  . 

Park  Road . 

Booth’s  Hill  Ward  : — 

Barsbank  Lane . 

Massey  Brook  Lane  (added  in  1938)  ... 

Statham  Ward  : — 

Whitbarrow  Road  . 


%  acre. 

2  acres. 
1  acre. 

1  acre. 

1 J/2  acres. 

1 14  acres. 

3  acres. 


Heatley  Ward  : — 
Sandy  Lane 


Total  ...  10|/2  acres. 


AIR  RAID  PRECAUTIONS. 


Tentative  arrangements  for  dealing  with  matters  connected 
with  possible  invasion  of  this  country  from  the  air  and  the 
dangers  to  which  the  community  might  be  subjected,  were 
discussed  by  all  your  officials  from  time  to  time  throughout  the 
early  part  of  the  year,  culminating  in  a  sudden  and  intense 
application  of  thought  and  activity  when  the  Crisis  known  as  the 
Czecho-Slovakian  Crisis  occurred  during  the  last  week  in 
September.  With  a  possible  imminent  danger  to  life  from  high 
explosive,  incendiary  and  poisonous  gas  bombs,  every  official 
made  haste  to  extemporise  means  of  combating  the  evils  which 
might  follow  in  his  own  department.  It  had  long  been  realised 
that  danger  to  life  itself  was  very  great,  and  whilst  every  able- 
bodied  individual  might  do  something,  it  was  the  dut}f  of  the 
Local  Authority  to  organise  and  co-ordinate  the  services,  not 
only  of  those  trained  in  nursing  and  first-aid,  but  also  those  with 
a  will  to  help  and  a  desire  to  assist  in  alleviating  suffering.  It 
was  the  natural  duty  of  the  Health  Department  to  take  charge 
of  the  work  connected  with  life  and  health  of  the  people,  this 
was  a  prearranged  part  of  a  full  and  comprehensive  scheme 
which  had  been  evolved  at  least  12  months  earlier. 

The  first  and  main  consideration  was  to  establish  a  Centre 
or  First-Aid  Post  to  which  accidents  could  be  taken  for  treat¬ 
ment,  and  then  to  gather  together  as  many  as  possible  of  those 
who  had  had  nursing  or  first-aid  training.  Many  premises  were 
inspected,  but  by  far  the  most  adaptable  at  short  notice  was  the 
Grammar  School,  and  it  will  always  redound  to  the  credit  of 
the  Managers,  the  Headmaster  and  his  Staff,  for  the  willing  and 
sympathetic  way  in  which  they  offered  to  assist  in  any  way 
possible  notwithstanding  the  tremendous  upset  which  the  con¬ 
version  of  their  premises  to  meet  the  public  urgency  would 
entail. 

It  has  to  be  remembered  in  regard  to  premises,  that  inter¬ 
nally  at  least  four  separate  rooms  were  required  for  the  treatment 
of  each  sex,  with  baths  and  spray  apparatus,  rooms  for  clerical 
work,  stores  for  surgical  and  medical  equipment,  &c.,  and  that 
externally  there  must  be  ample  space  for  ingress  and  egress  of 
ambulances  and  for  dealing  with  possible  gas-contaminated 
clothing. 

With  all  these  requirements  in  view,  it  will  be  realised  that 
the  finding  of  adequate  premises  was  not  easy. 

The  necessary  adaptations  were  considered,  but  it  was 
ultimately  decided  that  no  schools  at  all  should  be  used  as  first- 
aid  posts  owing  to  the  fact  that  Lymm  is  to  be  a  receiving  area 
for  children  evacuated  from  adjacent  towns,  and  all  available 


school  accommodation  will  be  required  for  educational 
purposes.  The  County  Authorities  ultimately  decided  that  the 
Child  Welfare  Centre  should  be  adapted  as  the  first-aid  post. 

The  education  of  volunteers  for  public  service  in  first-aid, 
anti-gas  and  decontamination  was  a  matter  of  extreme  impor¬ 
tance.  A  public  meeting  was  called  at  which  there  was  a  very 
good  attendance.  The  need  for  volunteers  for  the  various 
departments  was  explained,  as  was  also  the  need  for  special 
education  and  training  such  volunteers.  Many  enrolled  and 
courses  of  lectures  in  first-aid  and  anti-gas  measures  and  decon¬ 
tamination  were  arranged,  local  doctors  offering  their  services 
for  first-aid,  and  the  Sanitary  Inspector,  after  himself  attending 
a  course  of  anti-gas  lectures  and  subsequently  obtaining  a  first- 
class  L.A.G.C.  Certificate,  gave  several  courses  of  lectures  in 
that  subject. 

All  classes  attended  these  lectures  and  the  communit}^  spirit 
of  “  each  for  all  and  all  for  each  ”  was  fully  demonstrated. 
Subsequently,  a  St.  John  Ambulance  Brigade  was  formed,  and 
many  who  previously  had  scarcely  given  a  thought  to  these 
matters  became  deeply  interested.  The  members  will,  in  case 
of  emergency — either  national  or  domestic — form  the  nucleus  of 
a  valuable  Service.  Subsequently  a  statutory  Air  Raid 
Precautions  Committee  was  formed.  Officials  most  concerned 
attend  the  meetings  of  this  Committee,  and  steady  progress  is 
being  made. 

Evacuation  :  Consideration  was  given  to  this  matter  during 
the  latter  part  of  the  year,  but  as  the  scheme  was  only  organised 
in  1939,  this  will  be  a  subject  for  discussion  in  the  next  Annual 
Report. 

An  enormous  number  of  circulars  were  received  from 
Government  and  County  departments — all  quite  necessary  in 
view  of  rapidly  changing  circumstances — and  the  studying  of 
these  in  addition  to  the  actual  work  itself,  made  it  difficult  to 
cope  with  routine  sanitary  work  which  had  to  be  reduced  to 
urgent  matters  only. 

The  following  Tables,  &c.,  are  included,  viz.  :  — 

Table  I. — Causes  of  Death  (page  16). 

Table  II. — Comparative  Birth  Rates,  Death  Rates,  and 
Analysis  of  Mortality,  &c.  (page  17). 

Table  III. — Age  Groups  of  Notifiable  Infectious 
Diseases  (page  18). 

Table  IV. — Ward  Distribution  of  Notifiable  Infectious 

Diseases  (page  19). 


Table  V. — Ten  Years’  Summar}'  of  Infectious 
Diseases  (page  20). 

Table  VI. — Tuberculosis.  New  Cases  and  Mortality 
(page  21). 

Table  VII. — Principal  Causes  of  Death  during  the  last 
Ten  Years  (page  22). 

Table  VIII. — Inspections  of  Factories,  Workshops  and 
Workplaces  (page  23). 


In  conclusion,  1  wish  to  thank  all  Members  of  the  Council 
for  their  interested  consideration  of  all  matters  brought  forward, 
the  Clerk  and  Staff  for  willing  co-operation  and,  in  particular, 
the  Sanitary  Inspectors  for  their  loyal  assistance  at  all  times. 


I  am,  Sirs, 

Your  obedient  Servant, 

JAMES  BENNETT, 

M.R.C.S.  (Eng.),  L.R.C.P.  (Lond.),  D.P.H., 

Medical  Officer  of  Health. 
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TABLE  I. 

CAUSES  OF  DEATH  IN  LYMM  URBAN  DISTRICT 

for  1938. 


Causes  of  Death. 

Civilians  only. 

Males. 

Females. 

1  CftUSCS  •••  •••  •••  •  •  •  •••  •••  •••  ••• 

32 

30 

^Typhoid  and  Paratyphoid  Fevers  . 

— 

1 

Sixth  51  "pox  •••  •••  •••  •••  •  •  •  •  •  •  •  •  •  •••  ••• 

— 

_ 

1^/loH.sljGS . , ,  •••  •••  •■••••  •••  •••  ••• 

— 

1 

Sc3.X  lot  5*'  6V  CX  •  •  *  •••  •••  •••  » •  •  •••  •  •  •  ••• 

- — 

Whooping  Cough . 

— 

— 

Diphtheria  • « •  •  •  •  « .  •  •••  •  •  •  •••  •••  •  •  • 

- - 

I ix H uenza  •  * «  »»•  •  *  •  •••  » •  •  •  •  •  •••  •••  ••• 

2 

_ 

Encephalitis  lethargica . 

— 

— 

Cerebro-spinal  Fever  . 

_ 

_ 

Tuberculosis  of  respiratory  system . 

— 

1 

Other  Tuberculous  diseases  . 

i 

_ 

Syphilis  •••  •••  •••  •••  •••  •••  •••  •••  ••• 

■ 

_ 

General  paralysis  of  the  insane,  tabes  dorsalis 

— 

1 

Cancer,  malignant  disease . 

7 

5 

Diabetes  . 

,  ... 

— - 

Cerebral  haemorrhage,  &c . 

_ 

_ 

Heart  disease . 

8 

9 

Other  circulatory  diseases  . 

2 

1 

Bronchitis . . . 

1 

Pneumonia  (all  forms)  . 

3 

4 

Other  respiratory  diseases . 

1 

1 

Peptic  Ulcer  . 

_____ 

_ 

Diarrhoea,  &c.  (under  2  years) . 

_ 

Appendicitis  and  typhlitis . 

— - 

_ 

Cirrhosis  of  liver . 

Other  diseases  of  liver,  &c . .  . 

Other  digestive  diseases . 

___ _ 

1 

Acute  and  chronic  nephritis  . 

1 

Puerperal  sepsis  . 

ii 

Other  puerperal  causes  . . 

_____ 

Congenital  debility  and  malformation,  pre¬ 
mature  birth  . 

1 

1 

Senility  • « •  •••  •  •  •  •  •  •  •  •  •  •  •  •  •••  •  •  *  •  •  • 

-  - 

— 

Suicide  . 

___ 

-  - 

Other  deaths  from  violence  . . 

2 

1 

Other  defined  diseases . 

2 

3 

Causes  ill-defined  or  unknown . 

. 

_ 

Aneurysm  . 

1 

— 

Special  Causes  (included  above) 

Poliomyelitis  . 

Polioencephalitis  . 

— 

— 

Deaths  of  Infants  (Total  . 

1 

4 

under  1  year..  (  Illegitimate . 

— 

Total  Births  . 

44 

42 

Legitimate . . . 

44 

42 

illegitimate . . . 

— 

— 

Population  ...  5,857. 


*Chronic  case  of  many  years  standing. 


TABLE  II. 

BIRTH-RATES,  DEATH-RATES,  ANALYSIS  OF 
MORTALITY,  MATERNAL  DEATH-RATES,  AND 
CASE-RATES  FOR  CERTAIN  INFECTIOUS  DISEASES 

IN  THE  YEAR  1938. 


England  and  Wales,  London,  126  Great  Towns  and 

148  Smaller  Towns. 


England 

and 

Wales 

126  County 
Boroughs 
and 

Great  Towns 
including 
London 

1 48  Smaller 
Towns 
(Resident 
Populations 
25,000  to 
50,000  at 
1931  Census) 

London 
Administra¬ 
tive  County 

LYMM 

U.D.C. 

Rates  per  1 ,000  Population 

Births  : — 

Live . 

15.1 

15.0 

15.4 

13.4 

14.5 

Still . 

0.60 

0.65 

0.60 

0.48 

0.67 

Deaths  : — 

All  Causes  . 

11.6 

11.7 

11.0 

11.4 

10.4 

Typhoid  and 

Paratyphoid  Fevers  ... 

0.00 

0.00 

0.00 

0.00 

0.00 

Smallpox . 

0.00 

0.00 

0.00 

0.00 

0.00 

Measles . 

0.04 

0.05 

0.03 

0.06 

0.00 

Scarlet  Fever . 

0.01 

0.01 

0.01 

0.01 

0.00 

Whooping  Cough . 

0.03 

0.03 

0.02 

0.03 

0.00 

Diphtheria  . 

0.07 

0.07 

0.06 

0.05 

0.00 

Influenza . 

0.11 

0.10 

0.11 

0.06 

0.30 

Notifications  : — 

Smallpox . 

0.00 

0.00 

0.00 

0.00 

0.00 

Scarlet  Fever . 

2.41 

2.60 

2.58 

2.05 

1.30 

Diphtheria  . 

1.58 

1.85 

1.53 

1.90 

0.50 

Enteric  Fever . 

0.03 

0.03 

0.04 

0.05 

0.00 

Erysipelas  . 

0.40 

0.46 

0.39 

0.46 

0.00 

Pneumonia  . 

1.10 

1.28 

0.98 

0.98 

0.30 

Rates  per  1 ,000  Live  Births 

Deaths  under  1  year  of 

age  . 

53 

57 

51 

57 

58 

Deaths  from  Diarrhoea 

and  Enteritis  under  2 

years  of  age . 

5.5 

7.8 

3.6 

13.1 

0.00 

Maternal  Mortality  : — 

Puerperal  Sepsis . 

0.89 

0.00 

Others  . 

2.19 

Not  available 

0.00 

0.00 

T  otal . 

3.08 

1 

0.00 

Rates  per  1,000  Total  Births  ( 

i.e..  Live  and  Still) 

Maternal  Mortality  : — 

Puerperal  Sepsis . 

0.86 

0.00 

Others  . 

2.11 

Not  available 

0.00 

0.00 

Total . 

2.97 

0.00 

Notifications  : — 

Puerperal  Fever  . 

1 4  42 

18  08 

12.51 

j  3.53 

0.00 

Puerperal  Pyrexia 

1  15.46 

0.00 
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TABLE  III— AGE  GROUPS  OF  NOTIFIABLE  INFECTIOUS  DISEASES,  1938. 


C  —  K  W 

•-  cs  c  c 

•o  a  £  1  o 
W  n  ^  Q 

O 


sq;*aa  I^oj, 


§ 

U« 

§ 

z 

a 

cn 

< 

u 


to 

Jm 

0> 


IT) 

CD 

IT) 

Tf 


1C 

1C 

CO 


LO 

CO 

6 

CM 


o 

cm 


»o 

© 


© 

10 


up 


Tf 

eo 


co 

Cn 


CM 


U 

T3  _ 

c 


5  S  «  5 

O  *4,  « 
HO  rt  rt 


UJ 

to 

•< 

to 

to 


t5 


1  1  1  1  1  1  1  1  I  1  1 

1 

"  "  1  1  1  1  1  1  1  1  1 

iA 

1  1  1  -  -  1  1  1  1  1  1 

<N 

1  1  -  1  1  1  1  1  1  1  1 

— 

1  1  1  1  "  1  1  1  1  1  1 

<N 

1  1  -  1  1  1  1  !  1  1  1 

— 

1  1  1  ”  1  1  1  1  1  1  1 

1  "  1  ”  -  1  1  1  1  1  1 

■'T 

”1111111111 

— 

*  -  i  i  i  i  i  i  i  i  i 

tv. 

1  1  1  1  1  1  1  I  1  1  1 

O 

”  1  I  1  1  i  1  1  1  1  1 

— 

1  1  1  1  ”  1  1  1  1  1  1 

- - - 

1  1  1  "  1  1  1  1  1  1  1 

1  1  1  1  1  1  I  1  l  1  1 

o 

OO  CO,  CN  CO  TJ-  J  |  J  |  |  | 

20 

Scarlet  Fever  . 

Diphtheria . 

Pneumonia . 

Pulmonary  Tuberculosis  . 
Non-Pul  monary 

Tuberculosis . 

Cerebro-Spinal  Fever 

Puerperal  Pyrexia  . 

Puerperal  Fever . 

Encephalitis  Lethargica  .. 

Erysipelas  . 

Ophthalmia  Neonatorum.. 

Totals  . 
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CQ 
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H 

co 
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y  q 

cO 
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b 

UJ 

Ll, 
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Total 

N-  co  oo  «r> 

o 

<N 

lunjoqeuoa^ 

Biuj[Bq;do 

1  1  1  1 

1 

si3pd|sAjg 

1  1  1  1 

1 

siqqeqdaoua 

1  1  1  1 

1 

BUjds-oaqajaf) 

1  1 

1 

1 

ejxa.iAa 

jBJsdJana 

1  1  1  1 

1 

Lunjo^Buoafj 

eiuqeqqqdo 

1  1 

1 

1 

sisof.iDjaqnx 
Ajbuolu  |rij 

—  —  —  — 

n- 

sisoino.iaqnx 

AjBuouqng 

-uom 

~  1  " 

— 

CO 

Biuoiunaug 

11^1 

CN 

Buaq^qdtQ 

II"4- 

CO 

J3A3J 

;3|4E0S 

CN  CN  CN  CN 

QO 

Wards. 

Booth’s  Hill . 

Heatley . 

Lymm  . 

Statham . 

Totals  ... 

1 
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TABLE  V. 

TEN  YEARS’  SUMMARY  OF  INFECTIOUS  DISEASES. 


Total 

$ 

vO 

CO 

cO 

a 

CN 

oo 

o 

CN 

o 

CO 

o 

CN 

iO 

ON 

CN 

J3A3J 

leuids-cuqsjaf) 

1  1  1  1  -  1  1  1  1  1 

— 

spipAiuoiiOd 

a^noy 

"  1  1  1  1  1  1  1  1  1 

— 

BlXajAj 

IB-iad-iang 

1 

<N 

1 

— 

— 

CN 

1 

1 

1 

1 

nO 

jB-iadjang 

1  -  1  1  1  1  1  1  1  1 

— 

SB[3disAjg 

CN 

— 

<NJ 

CO 

— 

CN 

1 

CN 

— 

1 

T 

spRBqdaoug 

1  1  -  1  1  1  1  1  1  1 

— 

sisoino.iaqnx 

AjBUOUJing 

■uon 

N- 

CNl 

cO 

CNJ 

CN 

— 

N- 

N- 

N- 

CO 

cO 

sisoincuaqnx 

AjBuouqng 

— 

CO 

CO 

CN 

CO 

C^. 

N- 

* 

OO 

# 

lO 

CO 

*• 

eiuoiunaug 

CNl 

CNl 

vO 

rj- 

CNJ 

— 

1 

1 

CN 

NO 

CO 

lunjo^BuoaM 

BituiBq^qdo 

1 

— 

I 

1 

1 

1 

1 

1 

— 

1 

CN 

pioqdAx 

1  1  1  1  1  1  1  1  1  1 

I 

suaqiqdiQ 

CN 

— 

CO 

m 

CO 

— 

— 

ON 

co 

vn 

43A9J 

;aiJBDS 

in 

CO 

CO 

CO 

tN 

O 

CN 

— 

o 

oo 

— 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

• 

; 

• 

; 

• 

« 

• 

Year 

1929  ... 

1930  ... 

1931  ... 

1932  ... 

1933  ... 

1934  ... 

1935  ... 

1936  ... 

1937  ... 

1938  ...  . 

TOTAL3 

*  Two  cases  transferred  from  other  Districts. 


TABLE  VI. 

TUBERCULOSIS, 

NEW  CASES  AND  MORTALITY  DURING  1938. 


New 

Cases. 

Deaths. 

Age 

Periods. 

Pulmonary 

Non- 

Pulmonary 

Pulmonary 

Non- 

Pulmonary 

M. 

F. 

M. 

F. 

M. 

F. 

M. 

F. 

Years 

0—1 

1-5 

5—10 

— 

1 

1 

— 

= 

1 

— 

10—15 

— 

— 

— 

— 

— 

— 

— 

— 

15—20 

1 

— 

— 

1 

— 

— 

— 

— 

20—25 

— 

— 

— 

— 

— 

— 

— 

— 

25—35 

— 

1 

— 

— 

— 

— 

— 

— 

35—45 

45—55 

55—65 

— 

— 

— 

— 

— 

— 

— 

— * 

— 

1 

— 

1 

— 

1 

— 

— 

65  and 

upwards 

Totals  ... 

1 

3 

1 

2 

— 

1 

1 

] 

4 

3 

1 

1 

What  is  the  ratio  of  non-notified  tuberculosis  deaths  to  total 
tuberculosis  deaths? — Nil. 

In  your  opinion,  is  the  notification  of  tuberculosis  in  your 
district  efficient? — Yes. 

Has  any  action  been  taken  in  cases  of  wilful  neglect  or  refusal 
to  notify? — No. 

Is  there  any  evidence  of  excessive  incidence  of,  or  mortality 
from,  tuberculosis  in  any  particular  occupation  in  the  district? — No. 

Public  Health  (Prevention  of  Tuberculosis)  Regulations, 
1925. — Any  action  taken  under  these  Regulations  relating  to  tuber¬ 
culous  employees  in  the  milk  trade? — Under  Article  3,  None.  Under 
Article  5,  None.  Under  Article  6,  None.  Under  Article  7,  None. 

PUBLIC  Health  Act,  1925. — Any  action  taken  under  Section 
62  ?— No. 


TABLE  VII. 

PRINCIPAL  CAUSES  OF  DEATH  DURING  THE  LAST 

TEN  YEARS. 


Year. 

Pulmonary 

Tuberculosis. 

Non- 

Pulmonai  y 
Tuberculosis. 

Cancer. 

Scarlet 

Fever. 

Diphtheria. 

Pneumonia. 

Other 

Respiratory 

Diseases. 

Heart  and 

Circulatory 

Diseases. 

i 

1929  . . 

3 

— 

6 

— 

— 

6 

13 

23 

1930  . 

2 

— 

8 

1 

— 

6 

14 

11 

1931  . 

5 

1 

12 

— 

— 

4 

9 

17 

1932  . 

1 

1 

14 

— 

5 

3 

3 

14 

1933  . . 

2 

— 

9 

— 

1 

6 

10 

35 

1934  . 

2 

2 

11 

— 

— 

1 

2 

24 

1935  . 

— 

3 

10 

— 

— 

5 

10 

33 

1936  . 

6 

1 

7 

—  ' 

— 

4 

6 

18 

1937  . 

3 

1 

10 

— 

2 

6 

1 

35 

1938  . 

1 

1 

12 

— 

— 

7 

2 

20 

25 

10 

99 

1 

8 

48 

70 

230 
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ANNUAL  REPORT  OF  THE  MEDICAL  OFFICER  OF 
HEALTH  FOR  THE  YEAR  1938 

for  the  Urban  District  of  Lymm  in  the  County  of  Chester 
on  the  administration  of  the  Factory  and  Workshop  Act,  1901,  and  the 
Factories  Act,  1937  (which  superseded  the  Act  of  1901  on  1st  July,  1938). 


1 . — INSPECTIONS  for  purposes  of  provisions  as  to  health. 

Including  Inspections  made  by  Sanitary  Inspectors. 


NUMBER  OF 

PREMISES. 

0) 

Inspections. 

(2) 

Written 

Notices. 

(3) 

Occupiers 

prosecuted. 

(4; 

FACTORIES  with  mechanical 

power . 

15 

6 

FACTORIES  without  mechanical 
power . 

30 

6 

Other  Premises  under  the  Act 
(including  works  of  building 
and  engineering  construction 
and  electrical  stations  but  not 
including  outworkers’  pre¬ 
mises)  . 

Total  . 

45 

12 

— 

2.— DEFECTS  FOUND. 


PARTICULARS. 

(1) 

NUMBER  OF  DEFECTS. 

Number  of 
defocts  in 
respect  of 
which  Prose¬ 
cutions  were 
instituted. 

(5) 

Found. 

(2) 

Remedied. 

<3) 

Referred  to 
H  M. 

Inspector. 

(4) 

Want  of  cleanliness  (S.  1) . 

4 

4 

_ 

Overcrowding  (S.  2) . 

— 

— 

— 

— 

Unreasonable  temperature  (S.  3) 

— 

— 

— 

— - 

Inadequate  ventilation  (S.  4)  ... 
Ineffective  drainage  of  floors 

— 

— 

|  ^  •••  •••  •  •  •  •••  •••  ••• 

Sanitary  Conveniences  (S.  7) 

— 

— 

— 

Insufficient . 

— 

— 

— 

— 

Unsuitable  or  defective 

4 

4 

— 

— 

Not  separate  for  sexes . 

— 

— 

— 

— 

Other  offences  . 

(Not  including  offences  rela¬ 
ting  to  Home  Work  or 
offences  under  the  Sections 
mentioned  in  the  Schedule 
to  the  Ministry  of  Health 
(Factories  and  Workshops 
Transfer  of  Powers)  Order, 
1921,  and  re-enacted  in  the 
Third  Schedule  to  the 

Factories  Act,  1937)  . 

4 

4 

Total  . 

12 

12 

— 

— 
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SANITARY  INSPECTORS’  REPORT 

Year  ended  31st  December,  1938. 


TO  THE  CHAIRMAN  AND  MEMBERS  OF  THE 
URBAN  DISTRICT  COUNCIL  OF  LYMM. 


Gentlemen, 

We  have  the  honour  to  present  our  Annual  Report  relative 
to  Sanitary  and  Public  Health  Work  carried  out  in  the  Urban 
District  of  Lymm  during  the  year  ended  31st  December,  1938, 
together  with  the  Report  of  the  Building  Inspector. 

The  Report  is  grouped  under  the  following  headings  :  — 

(I)  SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

(i)  Water. 

(ii)  Drainage  and  Sewerage. 

(iii)  Closet  Accommodation. 

(iv)  Public  Cleansing. 

(v)  Sanitary  Inspection  of  the  Area. 

(vi)  Shops. 

(vii)  Smoke  Abatement. 

(viii)  Swimming  Baths  and  Pools. 

(ix)  Eradication  of  Bed  Bugs. 

(2)  HOUSING. 

(i)  Tabular  Statement  of  Inspections. 

(ii)  Remedy  of  defects  without  Service  of  Formal  Notice. 

(iii)  Action  taken  under  Statutory  Powers. 

(iv)  Overcrowding  position  at  year  end  and  progress 

made. 

(3)  INSPECTION  AND  SUPERVISION  OF  FOOD. 

(i)  Milk  Supply. 

(ii)  Meat  and  other  Foods. 

(iii)  Adulteration,  &c. 

(iv)  Chemical  and  Bacteriological  Examination  of  Food. 

(v)  Nutrition. 

(vi)  Shellfish  (Molluscan). 

(4)  BUILDING  INSPECTOR  S  REPORT. 
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SANITARY  CIRCUMSTANCES  OF  THE  AREA. 

Water  Supply — Public. 

EXTENSION  of  Mains,  &c. — New  mains  laid  total  1 ,760  yards 
of  one-and-a-half  inch  and  one  inch  pipes,  principally  in  Lymm 
Ward. 

Approximately  64,266,000  gallons  have  been  pumped  from 
the  boreholes  in  the  Dingle  during  the  year. 

At  the  beginning  of  1938  there  were  19  dwelling  houses  not 
connected  to  the  Council’s  mains.  Of  these,  14  remain  to  be 
dealt  with.  The  following  table  shows  the  year’s  progress  :  — 

Premises  not  connected  to  mains  supply, 

January,  1938  .  12 

Add  premises  where  notices  were  outstanding 
at  year  end,  December,  1937  11 

Add  further  premises  found  to  be  without 
town’s  water  .  7 

Total  to  be  dealt  with  ...  30 

Number  of  premises  connected  after  sampling 
and  service  of  notice  .  13 

Number  connected  without  formal  action  ...  1 

Number  remaining  to  be  dealt  with  (December, 

.  14 

Total  ...  30 


QUANTITY  AND  Quality. — Throughout  the  year  adequate 
supplies  of  water  of  a  high  bacteriological  and  chemical  purity 
have  been  readily  available  for  all  purposes.  In  December,  1937, 
water  from  Pump  No.  1  was  found  so  heavily  polluted  with  salt 
that  its  use  had  to  be  discontinued,  and  it  has  remained  out  of 
use  throughout  the  year. 

Water  from  the  remaining  two  pumps  has  been  sampled  for 
chemical  and  bacteriological  purity  on  two  occasions  during  the 
year.  Each  of  these  eight  samples  has  been  examined  by  the 
staff  of  the  Manchester  Public  Health  Laboratories  and  reported 
satisfactory. 

TREATMENT. — No  purification  or  water  softening  apparatus  is 
in  use.  The  average  figure  for  total  hardness  is  30  degrees 
(Clarke’s  Process). 
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Public  Water  Supply. — Bacteriological  Examination. 


Pump  No.  2. 

Dates  of  Examination. 


Aerobic  micro-organisms 
growing  in  yeastrel  agar 

in  3  days  at  22°  C.  ... 
in  2  days  at  37°  C.  ... 

10th  November,  1938 

No.  of  colonies  per  c.c. 
of  water 

8 

28 

12th  May,  1938 

No.  of  colonies  per  c.c. 
of  water 

67 

6 

Bacteria  associated  with 
sewage  or  faecal 
pollution 

Bacterium  coli . 

Quantity  of  water  in 
which  these  bacteria  were 

found  not  found 

—  100  c.c. 

Quantity  of  water  in 
which  these  bacteria  were 

found  |  not  found 

—  100  c.c. 

Probable  number  of  coli- 
aerogenes  bacteria  per 
100  c.c.  of  water . 

(From  McCrady’s  Tables, 
Ministry  of  Health,  1934) 

0 

0 

Pump  No.  3. 

Aerobic  micro-organism9 
growing  in  yeastrel  agar 

in  3  days  at  22°  C.  ... 
in  2  days  at  37°  C.  ... 

1 0th  November,  1938 

No.  of  colonies  per  c.c. 
of  water 

16 

24 

12th  May,  1938 

No.  of  colonies  per  c.c. 
of  water 

6 

6 

Bacteria  associated  with 
sewage  or  faecal 
pollution 

Bacterium  coli . 

Quantity  c 
which  these 

found 

>f  water  in 
bacteria  were 

not  found 

100  c.c. 

Quantity  c 
which  these 

found 

)f  water  in 
bacteria  were 

not  found 

100  c.c. 

Probable  number  of  coli- 
aerogenes  bacteria  per 
100  c.c.  of  water . 

(From  McCrady’s  Tables, 
Ministry  of  Health,  1934) 

0 

0 

Population  Supplied. — The  approximate  population  now 
supplied  is  as  follows  :  — 

Lymm  U.D.C .  5,857 

Parish  of  Warburton  .  200 


6,057 


Area  of  Supply. — 6,110  acres. 


Water  Supply. — Private  Sources. 


Particulars  of  samples  of  water  collected  during  the  year  for 


bacteriological 

examination  are 

as  follows  :  — 

Sample. 

Source. 

Results. 

Action  Taken. 

W.B.  12476 . 

Yard  Pump. 

Satisfactory. 

No  action. 

W.B.  12477 . 

Yard  Pump  for 
two  cottages. 

High  count  and 
coli. 

Towns  water 
provided. 

W.B.  12478 . 

House  Pump  from  Total  counts  very 
well  supplying  high, 

three  cottages. 

Notice  outstanding 

W.B.  12973 . 

House  Tap  from 
storage  cistern 
and  pump. 

Satisfactory. 

No  action. 

DRAINAGE. — In  order  to  further  relieve  the  overloaded  sewers 
and  sewage  farms,  200  yards  of  12  inch  diameter  surface-water 
sewer  has  been  laid  in  Higher  Lane  at  the  expense  of  the 
Cheshire  County  Council.  This  is  in  continuance  of  the  scheme 
of  redrainage  commenced  in  1936,  and  it  is  intended  to  extend 
the  pipe  further  along  Higher  Lane  as  soon  as  possible. 


Other  minor  works  of  drainage  have  been  mainly  the  result 
of  various  schemes  for  the  conversion  of  obsolete  closets. 

Closet  Accommodation.  —  Thirty-eight  obsolete  closets, 
mostly  of  the  waste- water  type,  were  converted  to  the  clean- 
water  closets.  In  every  case  connection  wase  made  to  the  main 
drainage  system  of  the  district.  97%  of  the  houses  are  provided 
with  clean-water  closets,  leaving  about  50  houses  dependent  on 
the  conservancy  system. 


RlVERS  AND  Streams. — No  hydrographical  surveys  have 
been  undertaken  on  portions  of  streams  flowing  through  the 
district. 


PUBLIC  Cleansing. — The  collection  of  domestic  waste,  trade 
waste  and  street  sweepings  is  carried  out  by  direct  labour  with 
one  two-ton  petrol-driven  vehicle.  No  comprehensive  system 
for  the  collection  of  trade  refuse  under  Section  73  Public  Health 
Act,  1936,  has  been  undertaken,  but  in  a  few  instances  contracts 
exist  where  large  quantities  of  refuse  have  to  be  removed. 


Disposal  is  effected  by  tipping  into  dry  ‘‘pits’’  and  hollows. 
The  tips  are  “controlled”  as  far  as  possible,  but  there  is  always 
a  deficiency  of  covering  material. 

The  profitable  recovery  of  paper  and  metal  from  the  refuse 
collected  is  being  considered. 

SHOPS  Act,  1934. — A  register  under  the  above  Act  is  nearing 
completion  for  the  whole  district.  When  plans  are  submitted  for 
alterations  to  shop  premises  the  requirements  of  the  Act  are 
considered  along  with  the  Byelaws  relating  to  New  Buildings, 
&c.  Most  of  the  shops  are  managed  by  the  occupiers  without 
assistance. 


CAMPING  Sites. — No  licences  have  been  issued  under 
Section  269  of  the  Public  Health  Act,  and  very  little  camping 
takes  place  in  the  district. 


Atmospheric  Pollution. — Report  of  observations  with  a 
standard  deposit  gauge  at  Lymm,  and  kindly  supplied  by 
Mr.  S.  N.  Duguid,  B.Sc.  (Tech.),  M.  Inst.  Fuel. 


Figures  represent  English  tons  per  square  mile. 


1938 

1 

Total 

Deposit 

Tar 

Sulphur 

Rainfall  in 
Millimetres 

January . 

4.50 

0.65 

0.44 

67 

February  . 

5.18 

0.44 

0.57 

31 

March  . 

8.18 

0.38 

0.43 

24 

April  . 

3.10 

0.30 

0.07 

10 

May  . 

13.45 

0.66 

0.75 

102 

June  . 

14.27 

0.50 

0.43 

79 

July  . 

14,98 

0.34 

1.00 

112 

August  . 

10.01 

0.32 

0.38 

75 

September  . 

5.72 

0.34 

0.10 

30 

October 

9.34 

0.31 

1.05 

126 

November  . 

5.49 

0.40 

1.42 

100 

December  . 

6.42 

0.82 

1.17 

82 

Totals  . 

100.64 

5.46 

7.81 

838 

Approximate 

monthly  average 

8.38 

0.455 

0.65 

70 
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Byelaws  as  to  Emission  of  Smoke. — Byelaws  regulating  the 
emission  of  black  smoke  to  not  more  than  two  minutes  in  any 
period  of  thirty  minutes  became  operative  in  the  district  on 
June  1st,  1938. 

There  are  nine  chimneys  connected  with  business  premises 
in  the  district.  These  are  ‘  observed’’  from  time  to  time,  and  it 
has  not  been  necessary  to  take  proceedings  under  the  above 
powers. 

That  smoke  knows  no  boundaries  is  amply  shown  by  the 
table  on  previous  page,  which  indicates  an  annual  deposit  of 
over  one  hundred  tons  of  solid  matter  on  every  square  mile  of  a 
semi-rural  district.  The  centres  of  many  industrial  towns  are 
rceiving  much  heavier  burdens  of  soot,  tar,  and  sulphur,  but  it 
is  not  always  realised  how  much  is  being  passed  on  to  country 
districts. 

ERADICATION  of  Bed  Bugs. — 1  hree  houses  in  the  district  have 
been  treated,  apparently  successfully,  with  Zaldicide  fluid.  A 
second  application  was  necessary  in  two  cases.  There  seems 
little  infestation  with  bed-bugs  in  the  district,  and  no  case  has 
been  reported  in  houses  belonging  to  the  Council.  No  special 
precautions  were  taken  with  regard  to  the  belongings  of  the 
families  removed  from  Clearance  Areas  and  Individual  Unfit: 
Houses. 

SWIMMING  Baths  AND  Pools. — There  are  no  public  or  private 
swimming  baths  in  the  district. 


Inspections  by  Sanitary  and  Building  Inspector. 


Number  of 
Notices  Served 

Results 

NATURE  OF  INSPECTIONS 

Numbei 

REMARKS 

Nutices 

Out¬ 

standing 

Legal 

Statut’y 

informal 

compi’d 

with 

Pro¬ 

ceedings 

General  Sanitation. 

Water  Supply . 

39 

4 

5 

4 

5 

_ 

Appeal  to  Minister  of 
Health  dismissed 

^4th  May  1938. 

Drainage  of  Existing  Buildings.. 

184 

2 

22 

21 

3 

_ 

Stables  and  Piggeries . 

19 

2 

— 

2 

— 

— 

Fried  Fish  Shops . 

16 

— 

3 

2 

1 

— 

Canal  Boats  . 

6 

— 

— 

— 

— 

— 

Tents,  Vans  and  Sheds 

1 

— 

1 

1 

— 

— 

Factories . 

43 

— 

12 

12 

— 

— 

Workshops  and  Workplaces 

13 

— 

— 

— 

— 

— 

Outworkers  . 

4 

— 

— 

— 

— 

— 

Public  Conveniences . 

Theatres  and  Places  of  Enter- 

6 

— 

— 

— 

— 

— 

tainment  . 

— 

— 

— 

— 

— 

— 

Refuse  Collection . 

52 

22 

42 

54 

10 

— 

Refuse  Disposal  (Tips,  &c.) 

78 

_ 

_ 

— 

— 

— 

Rats  and  Mice  (Destruction)  Act 

11 

— 

— 

— 

— 

— 

Smoke  Observations  . 

8 

— 

2 

2 

— 

— 

Schools  . 

10 

— 

3 

1 

2 

— 

3Kops  • » • 

9 

— 

4 

3 

1 

— 

Miscellaneous . 

74 

— 

6 

6 

— 

— 

Ditches  and  Watercourses . 

Infectious  Disease  Enquiries, 

8 

— 

2 

1 

1 

— 

Disinfections,  &c . 

38 

— 

— 

— 

— 

Housing. 

Number  of  Houses  Inspected 

under  Public  Health  Acts 

57 

4 

36 

29 

11 

— 

Visits  paid  to  above  Houses  ... 
Number  of  Houses  Inspected 

114 

— 

— 

— 

— 

under  Housing  Acts  . 

37 

1 

31 

21 

11 

— 

Visits  paid  to  above  Houses  ... 

124 

— 

— 

— 

— 

Overcrowding 

Number  of  Houses  Inspected  . 

9 

Visits  paid  to  above  Houses  ... 

40 

— 

— 

— 

Verminous  Premises. 

Number  of  Houses  Inspected  ... 

3 

Visits  paid  to  above  Ho  uses  ... 

5 

— 

— 

— 

— 

— 

Miscellaneous  Housing  Visits  ... 

14 

— 

— 

— 

— 

— 

Inspection  of  Meat  and  "ood. 
Total  Meat  Inspection  Visits  ... 

276 

Bakehouses  . 

7 

— 

1 

1 

— 

_ 

Cowsheds,  Dairies  &  Mi.kshops 

105 

— 

2 

— 

2 

— 

Ice  Cream  Premises  . 

2 

— 

— 

— 

— 

— 

Miscellaneous  Food  Visits... 

14 

— 

— 

— 

— 

— 

Street  Vendors  &  Hawkers  Carts 
Visits  in  connection  with 

16 

— 

— 

— 

— 

— 

Sampling — Milk . 

26 

— 

— 

— 

— 

— 

Water 

14 

— 

— 

— 

— 

_ 

1484 

35 

172 

160 

47 

_ 

Total  Building  Inspections . 

1270 

— 

12 

12 

— 

— 

(for  details  see  page  39) 

2754 

35 

184 

172 

47 

— 
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HOUSING. 


1.  Inspection  of  Dwelling-houses  during  the  Year: — 

(1)  (a)  Total  number  of  dwelling-houses  inspected 
for  housing  defects  (under  Public  Health  or 
blousing  Acts)  .<«  ...  •••  •••  ••• 

94 

( b )  Number  of  inspections  made  for  the  purpose 

238 

(2)  (a)  Number  of  dwelling-houses  (included  under 
sub-head  (1)  above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated 
Regulations,  1925  . 

37 

( b )  Number  of  inspections  made  for  the  purpose 

52 

(3)  Number  of  dwelling-houses  found  to  be  in  a 
state  so  dangerous  or  injurious  to  health  as 
to  be  unfit  for  human  habitation  . 

4 

(4)  Number  of  dwelling-houses  (exclusive  of  those 
referred  to  under  the  preceding  sub-head) 
found  not  to  be  in  all  respects  reasonably  fit 
for  human  habitation  . 

90 

2.  Remedy  of  defects  during  the  Year  without  Service  of 
formal  Notices: — 

Number  of  defective  dwelling-houses  rendered  fit  in 
consequence  of  informal  action  by  the  Local  Authority 
or  their  officers  .  . 

21 

3.  Action  under  Statutory  Powers  during  the  Year: — 

(a)  Proceedings  under  Sections  9,  10  and  16  of  the 
Housing  Act,  1936: — 

(1)  Number  of  dwelling-houses  in  respect  of  which 
notices  were  served  requiring  repairs . 

7 

(2)  Number  of  dwelling-houses  which  were  rendered 
fit  after  service  of  formal  notices . 

(a)  By  owners . 

7 

(b)  By  Local  Authority  in  default  of  owners... 

— 

(6)  Proceedings  under  Public  Health  Acts  : — 

(1)  Number  of  dwelling-houses  in  respect  of  which 
notices  were  served  requiring  defects  to  be  reme- 

rf l e d  • .  •  •«*  •*,  •••  . . ■  .I*  Hi  it*  in  **i 

36 

(2)  Number  of  dwelling-houses  in  which  defects  were 
remedied  after  service  of  formal  notices  : 

(a)  By  owners . 

4 

( b )  By  Local  Authority  in  default  of  owners... 

i 

Housing — continued 


(c)  Proceedings  under  Sections  11  and  13  of  the 
Housing  Act,  1936 — 

(1)  Number  of  dwelling-houses  in  respect  of  which 

Demolition  Orders  were  made  (Section  11) . 

2 

(la)  Number  of  dwelling-houses  repaired  on  owner’s 
undertaking  (Section  11  (2)  )  . 

4 

(2)  Number  of  dwelling-houses  demolished  in  pur¬ 
suance  of  Demolition  Orders  (Section  13)  . 

_ 

(3)  Number  of  Houses  included  in  Clearance  Areas 

_ _ 

( d )  Proceedings  under  Section  12  of  the  Housing  Act, 
1936 

(1)  Number  of  separate  tenements  or  underground 
rooms  in  respect  of  which  Closing  Orders  were 
ma  o.  e  ...  ...  ...  ...  ...  ...  ...  ...  ...  ... 

(2)  Number  of  separate  tenements  or  underground 
rooms  in  respect  of  which  Closing  Orders  were 
determined,  the  tenement  or  room  having  been 
rendered  fit  . 

HOUSING  ACT,  1936.— Part  IV. 

Overcrowding. 

(a) — (i)  Number  of  dwellings  overcrowded  at  the  end  of 

the  year  .  2 

(ii)  Number  of  families  dwelling  therein  .  2 

(iii)  Number  of  persons  dwelling  therein  .  21 

(h) — Number  of  new  cases  of  evercrowding  reported 

during  the  year  .  1 

(c)  — Number  of  cases  relieved  during  the  year .  17 

Number  of  persons  concerned  in  such  cases  .  131 

(d)  — Particulars  of  any  cases  in  which  dwelling-houses 

have  again  become  overcrowded  after  the 
Local  Authority  have  taken  steps  for  the 
abatement  of  overcrowding 


none 


INSPECTION  AND  SUPERVISION  OF  FOOD. 


Milk  SUPPLY. — The  wholesale  production  of  milk  is  a  major 
activity  among  the  farmers  of  the  district,  and  should  it  be 
necessary  to  receive  large  numbers  of  refugees  from  adjoining 
towns,  there  would  be  ample  supplies  of  milk  available. 

Milk  retailers  (including  producer-retailers)  ...  25 

Producers  (total)  .  32 

Special  Designations. 

“Tuberculin  Tested”  Producers  .  2 

“Accredited”  Producers  .  19 


Samples  Examined  for  Bacterial  Count  and  Bacillus  Coli 

during  1938. 


Ref.  No. 

Cultivation  on  Standard 
Agar. 

Bacillus  Coli. 

Designation. 

10/38 . 

Count  19,200  per  1  c.c. 

Absent  in  1  c.c. 

None 

11/38 . 

Count  3,200  per  1  c.c. 

Absent  in  1  c.c. 

None 

*12/38 . 

Count  1 1 ,900  per  1  c.c. 

Present  in  3  tubes  in 

1  /  th 
/  10 

Present  in  1  tube  in 

1  /  th 

“Tuberculin- 
Tested’  (Dealer) 

22/38 . 

Count  7,730  per  1  c.c. 

Absent  in  1  c.c. 

Pastuerised 

Samples  Examined  for  Methylene  Blue  Reduction  Test 

and  Bacillus  Coll 


Ref.  No. 

Decolourisation  Test. 

Bacillus  Coli. 

Designation. 

*21/38 . 

Satisfactory 

Present  in  2  tubes  dilu- 

tion  7.ooth  mL 

“Tuberculin- 
T  ested’  ’  (Dealer) 

32/38 . 

Satisfactory 

Absent  in  1  /  th  ml. 

/  100 

“Tuberculin- 
Tested  “(Farm’r) 

*Below  standard. 


NOTE  :  Bacillus  Coll — The  presence  of  bacillus  coli  is  presumptive 
evidence  of  contamination  with  faecal  matter. 

Methylene  Blue  Reduction  Test. — Samples  decolourised  in  less  than 
4/2  hours  (May  1st  to  October  31st)  or  5'/2  hours  (November  1st  to  April  30th) 
did  not  satisfy  the  Methylene  Blue  Test.  “Satisfactory”  indicates  that  the 
sample  was  not  decolourised  in  the  time  indicated  and  satisfied  the  test. 

SAMPLES. — All  samples  collected  at  the  farm  except  those  marked  *. 


Samples  of  Milk  Examined  for  Tuberculosis. 


Bulk  samples  collected  at  the  farm .  30 

Number  reported  positive .  1 

Individual  cows — number  sampled .  0 

Number  reported  positive .  0 

Total  samples  ...  30 


Summary  of  Milk  Sampling  for  Tubercle  Bacilli,  1928-38. 


Year. 

Number  of 
Samples. 

Number 

Positive. 

Percentage 

Positive. 

1928 

•  O  . 

32 

7 

22.0 

1929 

•  .  . 

34 

2 

6.0 

1930 

.  .  . 

33 

1 

3.0 

1931 

•  .  • 

40 

7 

17.5 

1932 

•  .  . 

44 

3 

7.0 

1933 

.  ,  . 

46 

1 

2.1 

1934 

.  .  . 

48 

3 

6.3 

1935 

.  .  . 

34 

1 

3.0 

1936 

•  .  . 

26 

0 

0.0 

1937 

.  .  . 

47 

2 

4.25 

1938 

30 

1 

3.33 

There  is  no  scheme  of  meat  marking  in  force  in  the  district 
under  Part  III.  of  the  Public  Health  (Meat)  Regulations,  1924. 

The  food  shops,  travelling  vans,  and  lorries  are  all  subject 
to  periodical  inspection. 

No  attempt  is  made  at  ante-mortem  inspection  of  animals 
slaughtered  in  the  district. 

Carcases  Inspected  and  Meat  Seized. 


CatLle, 

excluding 

Cows. 

Cows. 

Calves. 

Sneep 

and 

Lambs. 

Pi^s. 

Number  inspected  . 

219 

48 

37 

652 

119 

All  diseases  except  Tuber- 
culosis.  Whole  carcases 
condemned  . 

— 

— 

— 

— . — 

Carcases  in  which  some 
part  or  organ  was  con¬ 
demned  . 

3 

— 

— 

1 

Percentage  of  number 
inspected  affected  with 
disease  other  than 
Tuberculosis  . 

1 .5% 

Tuberculosis  only.  Whole 
carcases  condemned  ... 

— 

3 

— 

— 

1 

Carcases  in  which  some 
part  or  organ  was  con¬ 
demned  . 

15 

6 

— 

— 

4 

Percentage  of  the  number 
inspected  affected  with 
Tuberculosis . 

6.7%  | 

18.75% 

i 

— 

4.2% 
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Adulteration,  &c.,  of  Food. —  ihe  following  Acts  and 
Regulations  are  administered  by  the  Cheshire  County  Council, 
viz.  :  — 

Food  and  Drugs  (Adulteration)  Act,  1928. 

Artificial  Cream  Act,  1929. 

Public  Health  (Condensed  Milk)  Regulations,  1923  and 
1927. 

Public  Health  (Dried  Milk)  Regulations,  1923  and  1927. 

Public  Health  (Preservatives,  &c.,  in  Food)  Regulations, 
1925  and  1927. 

The  undermentioned  particulars  of  samples  obtained  in  the 
Lymm  Urban  District  during  1938  have  been  supplied  by  the 
courtesy  of  Mr.  Stacey  Flallard,  Chief  Inspector  of  the  County 
Weights  and  Measures  Department. 


Name  of  Sample. 

Boracic  Ointment  . . 

Cheese . 

Fish  Paste . 

Ginger,  ground . 

Jam  . 

Lard  . 

Milk  . 

Milk  (Condensed)  . 

Pearl  Barley . 

Salmon  and  Cucumber  Paste 

Tapioca .  ...  ...  ... 

Zinc  Ointment  . 


Number  Number  not  up 
obtained.  to  standard. 


7 

1 

1 

1 

1 

1 

18 


1 


Particulars  of  Samples  not  up  to  Standard. 

Sample.  Analysis.  Action  taken. 

Milk  6%  deficient  in  fat  Seller  cautioned 

Chemical  and  Bacteriological  Examination  of  Food. 

Samples  of  milk  and  water  collected  in  the  district  by  the 
Sanitary  Inspector  are  submitted  to  the  Public  Health  Labora¬ 
tory,  York  Place,  Manchester. 

Food  AND  Drugs  Act,  1938. — This  Act  will  come  into  opera¬ 
tion  on  October  1st,  1939.  By  its  provision  doctors  will,  from  that 
date,  be  required  to  notify  all  cases  of  suspected  food  poisoning. 
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NUTRITION. — No  special  steps  have  been  taken  in  the  district 
to  increase  the  knowledge  of  the  public  on  the  importance  of 
adequate  nutrition,  and  no  special  investigations  have  been 
carried  out. 

SHELLFISH  (Molluscan). — There  are  no  shellfish  beds  or 
layings  within  the  district  and  no  action  has  been  taken  under 

(a)  Public  Health  (Shellfish)  Regulations,  1934. 

(b)  Public  Health  (Cleansing  of  Shellfish)  Act,  1932. 

The  shellfish  marketed  in  the  district  include  oysters,  mussels, 
and  cockles,  the  two  last-named  are  principally  obtained  from 
O’Meath,  Ireland,  and  Mostyn,  Flint,  N.  Wales. 

BUILDING  INSPECTOR’S  REPORT. 

COUNCIL  Houses. — After  an  interval  of  eight  years  the 
Council  commenced  the  erection  of  22  new  houses  on  May  26th 
and  completed  them  in  December,  1938.  Of  these,  8  have  been 
erected  in  Orchard  Avenue  on  land  adjoining  the  Pepper  Street 
site,  increasing  the  total  in  this  area  to  42.  The  remaining  14 
houses  have  been  erected  on  land  adjoining  the  Bridgwater 
Canal  and  named  Hawthorn  Road.  Access  to  shopping  centres 
and  the  main  thoroughfares  is  by  Newfield  Road  and  Daisy  Bank 
Road,  the  latter  being  a  Council  estate  road  built  under  the 
Housing  Act,  1923. 

1  he  need  for  these  additional  houses  arose  from  the  necessity 
of  providing  accommodation  for  the  larger  working  class  families 
which  could  not  obtain  sufficiently  large  houses  at  economic 
rents,  and  also  from  the  rehousing  of  persons  displaced  by  slum 
clearance  operations. 

Every  house  is  designed  to  be  capable  of  adjustment  to  the 
needs  of  the  occupiers  either  by  a  ground  floor  bedroom,  when 
bedroom  accommodation  is  the  predominant  need,  and  which 
can  be  converted  into  a  sitting-room  when  the  famil}'  has  grown 
up  ;  or  by  arranging  the  six  bedrooms  of  a  pair  of  houses,  four 
on  one  side  the  centre  wall  and  two  on  the  other. 

The  present  arrangement  is  as  follows  :  — 

Orchard  Avenue  Site — 

2  houses  with  5  bedrooms. 

2  houses  with  4  bedrooms. 

2  houses  with  3  bedroonrs. 

2  houses  with  2  bedrooms. 

Hawthorn  Road  Side — 

9  houses  with  4  bedrooms. 

5  houses  with  2  bedrooms. 


The  Council  has  now  230  houses  varying  in  size  from  two 
to  five  bedrooms,  and  it  is  anticipated  that  it  will  be  possible  to 
abate  any  new  cases  of  overcrowding  without  further  building. 

Maintenance. — External  painting  of  thirty-six  houses  on 
Broomedge  Site  and  twelve  houses  on  Rush  Green  Road  was 
completed  in  the  Autumn  according  to  the  Council’s  plan  for 
regular  painting  every  fourth  year. 

Internal  decorating  is  only  carried  out  when  necessary  on 
change  of  tenancy. 

On  the  sites  where  yards  are  provided,  worn  and  broken 
tar  macadam  surfaces  have  been  extensively  replaced  by 
concrete. 

Building  by  Private  Enterprise. — The  following  tables 
indicate  the  extent  of  building  activity  by  private  enterprise  in 
the  district. 


Buildings  completed  during  1938 

Bungalows .  2 

Semi-detached  houses  4 

Detached  houses  ...  2 

Detached  houses  with 

garages .  8 

Garages  .  12 

Farm  Buildings .  4 

Business  Premises  ...  6 

Improved  or  additional 
Sanitary  Accom¬ 
modation  .  3 

Miscellaneous  ...  ...  9 

52 


Plans  submitted  1938 

Detached  houses  ...  8 

Semi-detached  houses  18 

Garages  (brick) .  3 

Dairies  and  Cowsheds  1 
Temporary  Buildings, . .  17 

Business  Premises  ...  2 

Layout  Plans  .  1 

Miscellaneous  .  19 

Drainage  .  2 
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Model  Byelaws,  Series  IV.,  Building. — The  Public  Health 
Act,  1936,  provides  for  the  replacement  of  all  existing  byelaws 
relating  to  buildings  by  a  single  series  of  Model  Clauses,  to 
become  operative  throughout  England  and  Wales  not  later  than 
July  31st,  1939.  The  existing  models  for  Urban,  Rural  and 
Intermediate  Districts,  having  become  unsuitable  on  account  of 
changes  in  the  distribution  of  building  and  alterations  in  local 
government  boundaries. 

The  new  clauses  became  operative  in  the  Lymm  Urban 
District  on  September  1st,  1938,  and  full  copies  together  with 
brief  notes  on  some  of  the  outstanding  changes,  were  addressed 
to  all  those  persons  likely  to  be  affected. 


Model  Byelaws,  Series  IVD.,  New  Streets. — Byelaws  as 
to  New  Streets  continue  to  be  made  under  Section  157,  Public 
Health  Act,  1875.  The  existing  byelaws  dated  22nd  June,  1925, 
have  been  repealed,  and  the  new  series  adopted  and  published 
in  a  separate  cover  from  the  byelaws  relating  to  new  buildings. 

These  byelaws  also  became  operative  on  September  1st, 

1938. 

LEGAL  Proceedings. — No  legal  proceedings  were  taken 
during  the  year  for  contravention  of  the  byelaws. 

Town  and  Country  Planning  Act,  1932. — One  plan  of 
proposed  development  was  refused  on  the  grounds  of  lack  of 
essential  service.  The  Council’s  decision  was  upheld  on  appeal 
to  the  Minister  of  Health. 

Tabular  Statement  of  Inspections. 


Notices  served 
regarding 

Description.  No.  of  contraventions 

Inspections  of  byelaws 

General  Inspections  including  foundations, 
footings,  damp-proof  course  and  site 
concrete  . 

Drainage  of  new  premises . 

Visits  to  Council  houses  regarding  com¬ 
plaints  of  defects  and  inspection  of 
repairs . 

Survey  of  electrical  installations  and 
fittings  in  Council  houses  ,,,  . 


303  12 

85  — 

882 

1270  12 


In  conclusion  we  wish  to  thank  all  who,  by  willing  co-opera¬ 
tion,  have  contributed  to  the  progress  made  during  the  year. 

We  are,  Sirs, 

Yours  obediently, 

D.  MORT, 

Surveyor  and  Senior  Sanitary  Inspector. 

S.  CAYTON, 

Sanitary  and  Building  Inspector. 


GARSIDE  &  JOLLEY 


'THE  PRINTERS" 
IHYNNE  ST.  WARRINGTON 
tel.  i<}8 


